HOTEL ANNETTA 

2417 S. 52nd AVENUE 
CICERO, ILL. 

150 rooms, partially air-conditioned . . . con¬ 
venient transportation by "Elevated," surface 
lines and bus . .. Restaurant and coffee shop 
in connection. 
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